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SUBJECT: ALARM MONITORS FOR NOB JAPANESE POLICE KOBAN 

1 . THE NOB OMNI SPECTRA PERIMETER ALARM SYSTEM IS TO BE 
MONITORED BY BOTH MARINE MSG AND JAPANESE POLICE. 

2. MONITORS FOR THE MSG WILL BE LOCATED IN THE NOB EQUIPMENT 
MONITORING ROOM, 325. MONITORS FOR THE JAPANESE POLICE WILL 
BE IN THEIR GUARD POST, KOBAN, POSITIONED ADJACENT TO THE 
NOB MAIN GATE. 

3. SPECIAL MONITORING EQUIPMENT IS NEEDED TO SATISFY THIS 
DUAL MONITORING REQUIREMENT. NINE ZONES ARE INVOLVED 
(FOR THE NINE OMNI ALARM LINKS). THE PDI 803 WOULD BE 
BETTER SUITED, DUE TO ITS 20 ZONE CAPABILITY. IS IT 
POSSIBLE TO USE A PDI 803 IN A MASTER-SLAVE CONFIGURATION? 
PLEASE ADVISE SOONEST. 

4. REQUEST THAT A/SY/T SEND DATA ON THE PDI 801, 803 
AND PDI 801 MASTER-SLAVE SYSTEMS SOONEST. 
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